Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 STATE 231924 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 PM-05 INR-10 L-03 ACDA-12 
NSAE-00 PA-01 SS-15 SP-02 ICA-11 TRSE-00 /072 R 

DRAFTED BY OSD/ISA:MR. MILLER: LA 
APPROVED BY EUR/RPM : EREHFELD 
OSD(MRA&L) MR. HORTON 
OSD/ISA:COL. PFEIFFER 

121734 131904Z/44 

R 131730Z SEP 78 

FM SECSTATE WASHDC 

TO USMISSION USNATO 

INFO USCINCEUR VAIHINGEN GERMANY 

CONFIDENTIAL STATE 231924 

E.O. 11652: GDS 
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SUBJECT: TRANSFER OF US OWNED ZWEIB RUCKEN-HUTTENHEIM PIPE- 
LINE SYSTEM TO NATO 

REF: USNATO 07283, DTG 31 1542Z JUL 78 

1 . ON AUGUST 3 1 . 1978, DEPSECDEF DUNCAN APPROVED THE 
FOLLOWING TWO RECOMMENDATIONS: 

"... THE RETURN OF THE ZWEIBRUCKEN-;UTTENHEIM PETROLEUM 
PIPELINE SYSTEM TO THE FEDERAL REPUBLIC OF GERMANY FOR 
TRANSFER TO NATO. 

"... DEFERRAL OF DISCUSSIONS OF RESIDUAL VALUE OF THE 
DOLLARS 1.6 MILLION INVESTMENT SHARE WITH THE FEDERAL 
REPUBLIC OF GERMANY UNTIL THE SYSTEM BECOMES SURPLUS TO 
THE NORTH ATLANTIC TREATY ORGANIZATION S NEEDS." 
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2. YOU ARE AUTHORIZED TO NOTIFY THE CEPPC THAT THE US 

ACCEPTS THE CONDITIONS FOR TRANSFER NEGOTIATED WITH NATO. CHRISTOPH 

ER 
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